AU  - National Guideline Clearinghouse (NGC)
TI  - Practice guideline: idiopathic normal pressure hydrocephalus: response to shunting and predictors of response: report of the Guideline Development, Dissemination, and Implementation Subcommittee of the American Academy of Neurology.
DP  - 2015
